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AIR POLLUTION CONTROL, Autumn 1966, 
10-13. 

ARCHITECTURAL ACOUSTICS, William 
Siekman, Jr., Autumn 1966, 16-21 

BODY ARMOR FOR THE NEW WARRIOR, 
Frank C. Scribano, Winter 1966, 4-8 

CRIMINAL JUSTICE SCIENCE AND TECH- 
NOLOGY, S. A. Yefsky, Winter 1966, 9-13 

DATA MANAGEMENT, Robert M. Janowiak, 
Spring 1966, 26-30 

EUCLID, Demetri G. Iliopoulos, Summer 
1966, 21-24 

LASERS AS AN EXPERIMENTAL TOOL, 
Anthony J. Montgomery and Edward 
Thornton, Summer 1966, 25-30 

MALARIA RESEARCH, Maurice E. King, 
Autumn 1966, 4-8. 

MELT-FORMED CERAMICS, Alexis G. Pin- 
cus, Autumn 1966, 22-26 

MINIMUM WEIGHT DESIGN, Ralph L. 
Barneit, Spring 1966, 16-21 

NEW THOUGHTS ON PHOTOELASTICITY 
(Interview), Winter 1966, 14-17 

PREDICTING OVULATION, Philip Kashin, 
Summer 1966, 11-15. 

PREVENTING DUST EXPLOSIONS, Malcoln 
B. Nelson and Alvin J. Tulis, Winter 1966, 
18-22. 

RADIATION BELTS: COMPLETING THE 
PICTURE, Billy M. McCormac, Spring 1966, 
11-14. 

SOIL COMPACTION IN HIGHWAY CON 
STRUCTION, E. T. Selig, Spring 1966, 
4-10 

THE THIRD HORSEMAN, George B. Sumyk, 
Summer 1966, 4-10. 


RESEARCH IN PROGRESS 


AMNIOSCOPE (Biomedical Engineering), 
Summer 1966, 19. 

ANTI-MALARIAL DRUGS, Spring 1966, 23. 

APOLLO DISPLAY, Winter 1966, 25. 

BRAILLE DEVICE (Biomedical Engineering), 
Summer 1966, 18. 

FELVATION COLUMN, Winter 1966, 24-25 

FLAVOR PROFILE PANEL, Autumn 1966, 
14-15 

FLUID-FLOW FACILITY, Spring 1966, 24-25. 

HYDROCEPHALIC VALVE (Biomedical 
Engineering), Summer 1966, 17. 

LAMINOGRAPHIC SYSTEM, Spring 1966, 22. 

MOSQUITO BITOMETER (Biomedical Engi- 
neering), Summer 1966, 20. 

OIL POLLUTION DETECTION, Winter 1966, 
23-24. 

REMOTE ELECTROMAGNETIC MEASURE- 
MENTS, Spring 1966, 24. 

SURGICAL STAPLER (Biomedical Engineer- 
ing), Summer 1966, 18. 











